INDEX TO VOLUME II, NUMBERS 1 AND 2 


New scientific names of plants and the final members of new combinations are 
printed in bold face type; synonyms and page numbers having reference to figures 
or plates, in italic; and previously published scientific names and all other matter, 


in ordinary type. 


A 


Algae, marine: The law of temperature 
connected with the distribution of, 
287 

Appel, O. Speech delivered at the 
twenty-fifth anniversary banquet, 11; 
Translation of the speech delivered at 
the banquet, 13; The relations be- 
tween scientific botany and phyto- 
pathology, 275 

Ascomycetes, Phylogeny and relation- 
ships in the, 315 

Atkinson, G. F. Phylogeny and rela- 
tionships in the Ascomycetes, 315 


B 


Bacterial diseases of plants, A conspec- 
tus of, 377 

Banquet, speeches at twenty-fifth anni- 
versary, 6 

Bessey, C. E. The phylogenetic taxon- 
omy of flowering plants, 109 

Botanic gardens, The history and func- 
tions of, 185 ‘ 

Botanical Garden of Oaxaca, The, 165, 
174 

Britton, N. L. The vegetation of Mona 
Island, 33 


C 


Chamaecrista diffusa, 41; granulata, 41 

Conzatti, C. The Botanical Garden of 
Oaxaca, 165 

Coryphanta nivosa, 45 

Coulter, J. M. The origin of mono- 
eotyledony, 175 

Czapek, F. Recent investigations on 
the protoplasm of plant cells and its 
colloidal properties, 241 


F 


Farlow, W. G. Speech delivered at 
twenty-fifth anniversary banquet, 20 


G 


Gerard’s ‘Herball,’ photograph of title 
page of, 228 

Germ-plasm, The experimental modifica- 
tion of, 253 

Guilandina divergens, 41; 
sperma, 41 


melano- 


H 


Hill, A. W. The history and functions 
of botanic gardens, 185 


K 


Kew, Royal Botanic Gardens: Herb- 
aceous Ground, 236; The Lake, 240; 
plan of, 234; Rhododendron Dell, 238 

King, Capt. Henry. Speech delivered at 
twenty-fifth anniversary banquet, 15 


M 


MacDougal, D. T. The experimental 
modification of germ-plasm, 253 

Mallotonia gnaphalodes, 47 

oe Island, The vegetation of, 33, 56, 


Monocotyledony, The origin of, 175 

Moore, George T. Address at twenty- 
fifth anniversary banquet, 25; Ad- 
dress of welcome at the twenty-fifth 
anniversary celebration, 29 


N 
Nagel, Charles. Speech delivered at 
twenty-fifth anniversary banquet, 23 


Norway, The flora of, and its immigra- 
tion, 59 


O 
Oaxaca, The Botanical Garden of, 165, 


174 
Oxford Botanic Garden, plan of, 232 
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Padua Botanic Garden, 224 

Parkinson’s ‘Paradisi in sole Paradisus 
— photograph of title page 
ot, 

Pedilanthus latifolius, 42. 

Phylogenetic taxonomy of flowering 
plants, The, 109 

Phytopathology: in the tropics, 307; 

relations between scientific bot- 

any and, 275 

Pisa Botanic Garden, 226 

Protoplasm, Recent investigations on, 
and its colloidal properties, 241 


R 
Riecia Brittonii, 50; violacea, 51 


Setchell, W. A. The law of tempera- 
ture connected with the distribution 
of the marine algae, 287 

Shaw, Henry, biography of. See Ed- 
wards Whitaker’s address at twenty- 
fifth anniversary banquet, 6 


Smith, E. F. A conspectus of bacterial 
diseases of plants, 377 


T 


Tabebuia heterophylla, 48; lucida, 48 

Temperature: The law of, connected 
with the distribution of the marine 
algae, 287 

Twenty-fifth anniversary celebration, 
The, 1; delegates and scientists at- 
tending, 1; program for, 4 


WwW 


Westerdijk, Johanna: Phytopathology 
in the tropics, 307; Speech delivered 
at the twenty-fifth anniversary ban- 
quet, 10 

Whitaker, Edwards: Address at the 
twenty-fifth anniversary banquet, 6 

Wille, N.: The flora of Norway and its 
immigration, 59; Speech delivered at 
the twenty-fifth anniversary banquet, 
15 


x 
Xylophylla Epiphyllanthus, 42 
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